ETag: "4dd28c1828296bc79cd70747eee951cc"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 31951
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Nicholas G. Garaufis
x-archive-meta-case-cause: 28:2201 Declaratory Judgement
x-archive-meta-case-name: Liberty Mutual Insurance Company et al v. Rockaway Medical & Diagnostic, P.C.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: nyed
x-archive-meta-date-case-filed: 2011-08-01
x-archive-meta-docket-num: 1:11-cv-03681
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 470 Racketeer/Corrupt Organization
x-archive-meta-pacer-case-num: 320708
x-archive-meta-referred-to: Magistrate Judge Robert M. Levy
x-archive-queue-derive: 0
x-upload-date: 2012-07-06T22:16:16.000Z
